os, 


( 


Approved For Relaasp @0A5/Nt/#? nGlfeRDP88-01315R0604001 4000 
16 April 1979 ys gene 


INTELLIGENCE COLLECTION; Director of Central -Intelligence Stansfield Turner says the 
U.S. is "in a peak now” in terms of numbers of technical intelligence collection sys- | 
tems systems—photo-taking satellites and aircraft and signals intelligence devices. 
Speaking at a meeting last week of the Overseas Writers’ club in Washington, he said : 


the situation is similar to the military aircraft acquisition process, which is also | 
peaking. 
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